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MIPR CONTROL PROVISIONS AND GUIDANCE 


!;^ Fund i ng , cite ? I’ro, used only for the P r °J'ect delineated in the attached 
statement of work (SOW) for Project GRILL FLAME. 


2. The total MIPR estimate may not be exceeded by the purchasing office. 


^t a rh!U 9 cnir in p ? r P ose ’ sco ^ ? r desired results from those stated in the 
S ? w j . must be aPP^ved by the COTR with the approval of the GRILL 
FLAME committee. 


4. The COTR for this project is: 


c/o bKi international 


333 Ravenswood Ave. 
Menlo Park. CA 94025 


5. The COTRs local point of contact is: 


DIA/DT-1A 
Washington. D.C. 


20301 


6- is desirable that the accumulation of pre-award costs be permitted 
so tha. work on task 2.J may begin as soon as possible. 
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